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The rescue squad wasn't called for him," 
She told the Associated Press 
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Jawad may be windy today. The SRC said 225 teams and 51 teams 
were ready for the storm. 


The affected districts will have 17 NDRFs, 60 Odraffs and 172 
fire brigades. 45 teams will be deployed in Ganjam, 23 in Puri 
and 21 in Khordha. 


The storm shelter is ready. "The rescue squad wasn't called 
for him," she told the Associated Press. Fourteen districts 
have been warned of possible storms. 


According to the Indian Meteorological Department, the 
rainfall is 650 km from Gopalpur and 420 km from Pardip. It 
will move northwest and stay in the central Bay of Bengal. It 
will continue northwest. 


It 1S expected to reach the coasts of northern Andhra Pradesh 
and Odisha on Saturday morning. It is unknown at this time 
what he will do after leaving the post. No information has 
been received as to whether the land will be touched or when 
it will change direction. 
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